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June 1, 2004 


MSP 310MT 

12" Planer/Jointer Combination Machine 


MSRP: $2,849 


MACHINE INCLUDES: 

♦ Three-knife TERSA cutter block 
("easy-change, disposable blade system) 

♦ Single-phase braking motor, 3.6 HP, 60 Hz 

♦ Planer power feeding 

♦ Jointer cutterblock protection cover 

♦ Jointer 45° tilting fence 

♦ Suction hood for planer & jointer 

♦ Overload protection 

♦ UL Standard 

♦ CE Standards 

♦ Service spanners 

♦ Emergency stop 

♦ Instruction handbook 


TECHNICAL DATA: 


Planing table size 

12 Vb"x29 72" 

Maximum planing capacity 

12" x 9" 

Diameter of four-knife cutterblock 

3 3 A" 

Cutterblock speed 

4200 RPM 

Feeding speed 

20 7min 

Jointer table size 

12 9 /l6" X50" 

Jointer tilting fence 

0° - 45° 

Suction dust hood diameter 

4" 

Electrical 

230V, 10 

Net weight 

534 lbs. 


Features Fixed Jointer Table 
no flipping to change over ! 
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OPTIONS (Ordered with Machine): 

• Three-phase braking motor, 6 HP, 60 Hz $ — 

• Motor reversing switch (for mortiser) 60 


OPTIONS/ACCESSORIES (Available Anytime): 


• Mortising attachment $ 690 

• Extra set of knives, 4 pes 95 

• Extra set of TERSA knives, 3 pes 75 

• Rollers for planer table 159 

• Jointer table extension 169 

• Mobility Base (ROJ-D2058) 89 



TECH MARK, INC. 


Tech Mark, Inc. 

7901 Industry Drive 

North Little Rock, AR 72117 

PH: 501-945-9393 Fax: 501-945-0312 

Website: www.rojekusa.com - or - www.tech-mark.com 


